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SUBJECT: WORLD BANK LOAN TO SIERRA LEONE ELECTRICITY 
CORPORATION 

REF: FREETOWN 1077 

1. WORLD BANK STAFF STILL AWAITING RECEIPT CONSULTANTS 
REPORT FROM GOSL BEFORE FURTHER PROCESSING LOAN REQUEST. 

WE HAVE REQUESTED OFFICE U.S. EXECUTIVE DIRECTOR AT BANK 
TO VERIFY BANK STAFF HAS FOCUSSED ON USE SYSTEM AFTER 1981 

2 . 

FYI- UNDERSTAND BANK STAFF INCREASINGLY SCEPTICAL 

BOTH NEED FOR LOW-SPEED DESIGN GENERATOR AND APPROPRIATENESS 

WHOLE PROJECT FOR BANK FUNDING. INGERSOLL 
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